VICTORIA HOTEL 

Broadway at lOtH Street 
LOUISVILLE. KY. 

Opposite Union Station 


PLACE 
ONE CENT 
STAMP 
HERE 






VICTORIA HOTEL — Opposite Union Station — BROADWAY at 10th STREET — LOUISVILLE, KENTUCKY 













